Brief comment text:

The proposed changes to the 900 MHz band by NextNav could have far-reaching consequences for a wide range of users, particularly those involved in community-driven, open-source projects like Meshtastic. It’s crucial that the FCC considers these impacts and seeks a balanced approach that protects the interests of all stakeholders, ensuring that this valuable public resource remains accessible for innovation, public safety, and community resilience.  Please do not approve of NextNav's proposal.
